MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  13  Township:  9  North  Range:  1  West  Corner  ID:  Blm  W-ll 

Monument  Description  &  Remarks:  Found  old,  rusted  #12  Penny  Nail  at  center  of  section,  centerline  of 
Bethel  Lane.  Note:  nail  needs  to  be  replaced  with  brass  spike. 


References  on  file  in  the  County  Surveyor’s  Office:  Survey  by  Edmund  O.  Farkas,  R.L.S.  No.  SOI  14, 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  Section  3  6-2- 1  ^fct^iHMjfjyliana  Code;  and  the  above  data  is 
given  under  my  hand  and|eal-^his  26A_da^f^arch,  199^\)^.- . 'Q$'% 
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Certified  subject  to  s 
evidence  to  the  North 
August  12,  1999 
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